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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 139243 

60 

ORIGIN FBO-01 

INFO OCT-01 NEA-09 ISO-00 A-01 M-02 /014 R 

DRAFTED BY A/FBO:ATJENNINGS:JAP 
APPROVED BY A/FBO:PRSEREY 

060039 

P272123ZJUN74 
FM SECSTATE WASHDC 
TO AMEMBASSY NEW DELHI PRIORITY 
INFO AMCONSUL CALCUTTA PRIORITY 

UNCLAS STATE 139243 

E.O. 11652:N/A 

SUBJECT:ADDITIONAL EUNDS FOR NORTH COMPOUND POWER PROJECT 
AND M.I. TO ROOSEVELT HOUSE 

REE: NEW DELHI 8485 

1. AUTHORIZED EXPEND LCE DOES. 13,109 EOR COMPLETION ITEMS 
ON SUBJECT PROJECT AS DETAILED IN REFTEL. FY-74 PL-480 
ALLOTMENT FOLLOWS, FUNCTION CODE 212. SINCE SOME WORK 
ALREADY COMPLETED, PROVIDE DOCUMENTATION TO SUPPORT IN- 
CREASED COST THIS PROJECT OVER FUNDS ALLOTTED. 

2. PROJECT FOR PROPOSED SPIRAL STAIRWAY IN ROOSEVELT HOUSE 
WILL BE CONSIDERED AGAINST EY-74 PRIORITIES UPON RECEIPT OE 
DRAWINGS AND SPECIFICATIONS PROMISED IN REETEL. 

3. RE CALCUTTA 1257 EMBASSY AUTHORIZED INSTALL 88KW GENERA- 
TOR AT 7 MOIRA STREET, CALCUTTA, PROPERY 32428 EOR LCE DOES. 
15,000. ALLOTMENT CODE 212 FOLLOWS FY 74, PL-480 FUNDS. 

4. POST MUST OBLIGATE PRIOR TO JUNE 30. SISCO 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 39243 

Document Source: CORE 

Document Unique ID: 00 

Drafter: ATJENNINGS:JAP 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 70-0882 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 974067/aaaaafkt.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: NEW DELHI 8485 
Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 FEB 2002 by phillir0>; APPROVED <14 JAN 2003 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DDITIONAL FUNDS FOR NORTH COMPOUND POWER PROJECT AND MJ. TO ROOSEVELT HOUSE 
TAGS: ABLD, IN 
To: NEW DELHI 
Type: TE 
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